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and F. H. Cocks 109 
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Change in Posture—G. C. Theodoridis and J. S. 
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Ercoline, and W. E. Sipes 
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Crash and Violation Experience of Pilots Involved in 
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Cohort Study—G. Li and S. P. Baker 
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R. M. Wildzunas 


Influence of Body Composition on Rewarming from 


immersion Hypothermia—G. G. Giesbrecht and 
G. K. Bristow 
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REVIEW ARTICLE 
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